To:  Patrick  Pfaitzgraff-  CDPHE[patrick.j.pfaltzgraff@state.co.us] 

Cc:  Waiter  Baker[wbaker@utah.gov];  Laura. Rendon@state.nm.us[Laura.Rendon@state.nm. us]; 

Allison. Majure@state.nm.us[Allison.Majure@state.nm. us];  kbousfield@utah.gov[kbousfield@utah.gov] 

From:  Bahrman,  Sarah 

Sent:  Sat  8/8/201 5 1 :39:07  AM 

Subject:  Re:  Gold  King  Mine  Release  - pH  data 

Yes,  that's  right. 


On  Aug  7,  2015,  at  7:38  PM,  Patrick  Pfaitzgraff  - CDPHE  <patrick.j.pfaltzgraff@state.co.us> 
wrote: 


Thanks  Sarah... so  it  appears  that  the  only  data  currently  available  is  pH? 
Sent  from  mobile  device.  Apologies  for  brevity  and  spelling. 


Patrick  J.  Pfaitzgraff 

Division  Director 


4300  Cherry  Creek  Drive  South,  Denver,  CO  80246 
patrick.i.pfaltzgraff@state.co.us  | www.colorado.gov/cdphe/wqcd 

24-hr  Environmental  Release/Incident  Report  Line:  1.877.518.5608 


On  Aug  7,  2015,  at  7:30  PM,  Bahrman,  Sarah  <Bahrman.Sarah@epa.gov>  wrote: 

Hi  all- 

Just  got  this  from  our  EOC.  More  data  still  to  come.  I'll  do  my  best  to  get  info  to  you  asap. 

Thanks 

Sarah 

Begin  forwarded  message: 


From:  "Cristiano,  Gina"  <Cri stiano.Gina@epa.gov> 

Date:  August  7,  2015  at  7:22:36  PM  MDT 
To:  "Cristiano,  Gina"  <Cristi  ano.Gina@epa.gov> 

Subject:  Gold  King  Mine  Release  - pH  data 
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Folks, 


pH  data  information  is  posted  on  the  website  - www.epaosc.org/goldkinamine.  Click 
on  documents  (either  at  the  top  of  the  website  or  right  side  of  page)  and  it  should  be 
top  of  the  list.  More  data  to  come.  Thank  you,  Gina 


Gina  Cristiano 

Emergency  Response  & Planning  Coordinator 

EPA  Region  8 

303-312-6688 
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